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FOR STATE FOR A/SY/OPS/T, LAGOS FOR RSO FROM TSO 

E.O. 11652: N/A 
TAGS: ASEC 
SUB J : X-RAY 

A TORR MALISCAN X-RAY INSPECTION SYSTEM IS REQUESTED FOR 
INSTALLATION IN THE LAGOS CHANCERY TO BE USED FOR INCOMING MAIL 
INSPECTION. THERE IS NOT SUFFICIENT SPACE AVAILABLE IN THE 
CHANCERY TO PERMIT THE INSTALLATION OF A MIN-XRAY AND THE 
SHIELDING MATERIAL REQUIRED FOR PERSONNEL PROTECTION. THE 
RSO HAS BEEN CERTIFIED. STEARNS 
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